MORRiSFLEX Flexible Shafting is supplied in any size and length, in Steel, Stainless Steel and Phosphor Bronze. It is of the finest quality and proved durability; and is extensively supplied among other purposes for use on Marine, Aircraft and Recording Instruments, Pumps and Scaling Apparatus. Send us your enquiries.
See also our advertisements on pages cxi, cxv, cxxiii, cxli and cxlix relating to MORRISFLEX Flexible Shaft Equipment and Accessories.
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